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Hidromoniaza, a federal construction enterprise located in Marrhn?* -. 1,4 «)» 
for^eriy constructed steel bridges, has bSlt the £? gat/S the 'SS - 
electee plant on the island of Maribor. Hidromontaza has an order to 
B-ike the lock gates ior the Vinodol hydro-electric plant. Hidromontaza 
^ b t® 11 at>le t4 ° C0!H Plefce the latter order by 1 May 19 to as schedule i 

and therefore the Vinodol hydro-electric plant is stSl nofin oSS" " 


'i'p'fi is hereby redded to 

CONFIDENTIAL in accordance with the 
letter cf 1C October 1978 from tho 
Director of Central Intelligence to the 
Archivist of the United States. 
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